FD-621 (Rev. 4-12-89)- (Nontelephonic Con^^ 


al Monitoring Usage Report) 



AIRTEL 


Federal. Bureau of Investigation 

From: SAC, CINCINNATI _Date: 11 / 9 A/Q 3 

To: DIRECTOR, FBI 

Attn: ELSUR Index 


Subject: UNSUBS 

USAF; 

INSTITUTE OF TECHNOLOGY r 
HACKING ATTACK ON 


OOrCX 


XXX Emergency Authority. Re Cl _ FD-759 to FBIHQ dated 7/31/98 

captioned as above. 

_Routine Authority. Re_ to FBIHQ 

dated_ and Bu _ ____to ~ _ 

dated_ - captioned as above. 

NOTE: If no confirming communication-received-from FBIHQ in response to 
your request for .routine use of a, nontelephonic consensual monitoring device, mark below: 

_No confirming communication, received from FBIHQ to date. 

The following information relates to the use of the equipment: 

_Its use provided information which corroborated or assisted in 

corroborating the allegation or suspicion. 

_It was used, but no information of value was obtained. 

vvv It was not used. 

(Only one of the above applies) 

Complete and submit'within 30 days of-expiration of each and .every period 
of authorization granted for nohfelephonic consensual monitoring by either the SAC, DOJ or 
FBIHQ-CID (whether an initial or a subsequent authorization), and. for each extension 
or renewal thereof. 

Transmit to FBIHQ in a sealed brown envelope labeled "Director, FBI, ELSUR 
Index, FBIHQ." 


ALL INFORMATION CONTAINED 

HEREIN IS UNCLASSIFIED 

DATE 07-11-2012 ET 60324/UC/t-aw/saE/aio 


-b7E 


2~- Bureau / ' 

S-/- 288-CI-68562-ELA (Field Office Elsur Case Sub File) 
1 - 66F-3779 (Field Office Optional) 


BB/prw 

(4) 


03? -Q ~ G vst, a - 


Searches 


Serialized, 

IndexecL-- 

Filed Jk — 



FEDERAL BUREAU OF INVESTIGATION 
FOIPA. 

DELETED PAGE INFORMATION SHEET 

No Duplication Fees are charged for Deleted Page Information Sheet(s). 

Total Deleted Page(s) —■ 5 
Page 3 —■ Duplicate 
Page 4 ~ Duplicate 
Page 5 ~ Duplicate 
Page 6 Duplicate 

Page 8 Duplicate see 288A.-CI-685d2-EL-.A_ Serial: 3 



